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Message Text 


UNCLASSIFIED 

PAGE 01 CARACA 06633 021603Z 
64 

ACTION CU-04 

INFO OCT-01 ARA-10 ADP-00 USIA-15 /030W 

121244 

R 021424Z AUG 73 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 741 

UNCLAS CARACAS 6633 

FOR: CU/ARA 

E.O. 11652: N/A 
TAGS: OEXC VE 

SUBJ: CODE 210 IV NOMINATION - HERNAN BOULTON, CHIEF OF INSPECTION, 

CADAFE (GOVERNMENT ELECTRICAL POWER DEVELOPMENT COMPANY) FOR 
SANTO DOMINGO HYDROELECTRIC SYSTEM. 

NOMINATE HERWITH HERNAN BOULTON FOR THIRTY-DAY VISIT OCTOBER 23 ETA. 
BOULTON IS CHIEF OF INSPECTION FOR CADAFE IN CHARGE IMPORTANT SANTO 
DOMINGO HYDROELECTRIC SYSTEM BEING INAUGURATED BY PRESIDENT CALDERA 
OCTOBER 14. BORN CUMANA, VENEZUELA, JULY 25, 1935; HAS ENGINEERING 
DEGREE UNIVERSIDAD CENTRAL DE VENEZUELA, ACADEMIC YEAR 1963-64 IN 
FRANCE FOR STUDY PRE-STRESSED CONCRETE ON GRANT AWARDED UNDER 
L'ASTEF (AGENCE POUR LA COOPERATION TECNIQUE INDUSTRIELLE E 
ECONOMIQUE), AND SHORT COURSE COSTA RICA WITH WORLD HEALTH ORGANIZAT 
ION 1962. FORMER POST INCLUDED HIGHWAY DEPARTMENT (STRUCTURES), 
MINISTRY PUBLIC WORKS PRIOR 1967, AND WITH FREDDY BOULTON ENGINEERS 
1967/69 ENGAGED CONSTRUCTION MARACAIBO AIRPORT. MEMBER ENGINEERING 
ASSOCIATION VENEZUELA. GOOD KNOWLEDGE ENGLISH (NO INTERPRETER 
NEEDED), FRENCH. PERSONAL INTERESTS: SYMPHONIC MUSIC, THEATRE, 

SPORTS (TENNIS, BASKETBALL, SOCCER). BRIEF VISITS US. WIFE TO 

ACCOMPANY OWN EXPENSE, FLUENT ENGLISH, DEGREES HUMANITIES/EDUCATION 

UNIVERSIDAD CENTRAL DE VENEZUELA 1963; POST AT UNIVERSIDAD DE 

ORIENTE IN STUDENT SERVICES; BOARD MEMBER, FEDERATION OF PTS S 

OF VENEZUELA. WOULD WELCOME OPPORTUNITY CONSULTATIONS 

PTA ACTIVITIES DURING ITINERARY. CLEARANCES RECEIVE. PROPOSED 

PROGRAM: VIST MAJOR ENGINEERING PROJECTS - TUNNELS (SUBWAY WASHINGTON 

D.C./SAN FRANCISCO), DAMS (CONCRETE, ROCK, EARTH) AS HOOVER DAM, 
UNCLASSIFIED 
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WEST VIRGINIA DAM; TENNESSEE VALLEY AUTHORITY, WATER SUPPLY SUSTEMS 
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NEW YORK AND LOS ANGELES. COORDINATE PROGRAM WITH U.S. ARMY CORPS 
OF ENGINEERS. MRS. BOULTON HAS SISTER AT NASHUA, NEW HAMPSHIRE. 

OTHER INTERESTS: WILLIANSBURG/NORFOLK (CHESAPEAKE BAY BRIDGE- 
TUNNEL); BOSTON (MIT)/NIAGARA FALLS. HYDROELECTRIC INSTALLATIONS. 

PROGRAM SUGGESTIONS MADE IN CONSULTATION DR. JOHN DEERE, BEVENS 
LAKE ESTATE, GAINESVILLE, FLORIDA. APPRECIATE DEPARTMENT'S 
CONCURRENCE SOONEST. 

MCCLINTOCK 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 02 AUG 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973CARACA06633 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: CARACAS 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730863/aaaabucs.tel 

Line Count: 69 
Locator: TEXT ON-LINE 
Office: ACTION CU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: elyme 
Review Comment: n/a 
Review Content Flags: 

Review Date: 12 OCT 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12-0ct-2001 by reddocgw>; APPROVED <26 FEB 2002 by elyme> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CODE 210 IV NOMINATION - HERNAN BOULTON. CHIEF OF INSPECTION, CADAFE (GOVERNMENT ELECTRICAL POWER 

DEVELOPMENT COMPANY) FOR 

TAGS: OEXC, VE 

To: STATE 

Type: TE 
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